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ACTIVITY program 


1. PURPOSE: For the additional safosty and security of assets and 


operations 


2. Description of Work or Services Required ; 


Installation of a Kiddie Ultrasonic detection is necessary to imple- 
ment the physical security system at Detachment H. Present physical 
security consisting of indigenous perimeter guards supplemented by inter- 
nal U. S. Charge of Quarters is inadequate! unless utilized in conjunction 
with an alarm system. Items necessary to accomplish installation are 
listed below along with approximate costs. 


(1) 1 master control unit MC-130 $4-75.00 

(2) 1 rear panel RP-631 42.00 

(3) 10 speakers SP 313 $30.00 ea. 300.00 

(4) 15 pick ups PU 210 $30.00 ea. 450.00 

1 5) 1500 ft multi conductor cable 4S2D 120.00 

6) 25 mounting bracket; s MB 901 150.00 

7) battery stand by 1 BS 700 125.00 

8)1 industrial wet cell battery SB 13-101 60.00 

9) stand by batteries 1 pr. 10.00 

(10) 1 monitor MM 602 175.00 


3* Expected Additional or Related Work or Services : 


None, installation will be accomplished by Agency field security 
representatives . 


4. Total Estimated Cost: 


$1,907-00 


Although these funds were net specifically programmed, the costs 
may be absorbed in other elements of the IDEALIST program. 
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